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GC. 4 APR FOR 3 PLYS 55 


oe _ _ &§ 


Eo (¢1) ENG OIL TEMP WENT TO 166-179 AFTER 2 PLUS 45, (2) 


MACH AMP NBR ONE GIVES PLUS AND MINUS 2 ¥TS AND PLUS AND 
MINUS 200.FT PITCH OSCILLATION. (3) UNF TRANSMITTER REPORTED 
‘WHENEVER AUTOPILOT. iS 


25X1A GARBLED, (4 
DISENGAGED OR UNF OR SSB IS ACTUATED. 
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